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CONFIDENTIAL 


OFFICE OF SECURITY WEEKLY STAFF MEETING (TH 

ROOM 4E-64 
14 July 1977 



The Director of Security took a few minutes to relate 
comments made by the Director with respect to recent 
publicity concerning the resignations of several key Agency 
officials. The DCI has issued the following statement: 

"The Director of Central Intelligence 
confirms that the Deputy Director of Central 
Intelligence, Mr. E. Henry Knoche, submitted 
his resignation to the President on 5 July, 
to be effective on 1 August 1977. The 
President has not yet nominated a successor. 

There are no plans for forced retirements or 
removals of any top CIA officials . There are 
no plans for major changes in the CIA organiza- 
tion at this time." 
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5 ■ _(C) Industrial Polygraph Program 

on a concu rrence, the DCI has approved, 

on a pilot basis, the implementation of an Industrial 

to A r in . al decision ^ 0GC wi?h Regard 

tte Sea? futile nt ° f Pr ° gram iS antici P ated in 

J - (U/AIUO) SMAG Morale Survey 

an Deputy 5 ir f ctor of Security recommended that 

?J eS read t 5 e recentl y Published SMAG Morale 
fl' The ra f a ningful information presented therein 
nd the unusual hig h rate of returns po int to a very 
successful effort. 

«as commended 

the SmG s"v“ “X-dinating 

(U) "60 Minutes" 

a - I h ! CB ? "a° Minutes " program containing a segment 
24 V July the AgenCy is sched uled for broadcast on 

(C) 


No firm decisions have been made with regard to 
Pue specific re l orati nr)g 

„v _ Efforts 

able space. 
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